THE WITNESS:  Yes, sir.

JUDGE KOUTRAS:  But, if you went there and
observed these conditions and felt that there
was no hazard, you wouldn't have-done that
additional work?

THE WITNESS:  I wouldn't, no.

Dale ingold:, respondent's Manager of Mining Engineering,
testified as to his mining background and experience, and he
confirmed that he holds a B.S. degree in engineering, mine
foreman's papers issued by the State of West Virginia, and
that he is a registered engineer in the State of Ohio.
Mr. Ingold stated that the respondent was aware of certain
roof control problems in the mine and that in 1982 and 1983,
it retained the firm of John F. Griffin Geological Associates
to conduct a study of the roof conditions, particularly in
those areas where unusual roof conditions were encountered.
Additional consultants were also hired to conduct roof con-
trol stress tests and studies in connection with certain hori-
zontal stress problems which were discovered in the mine.
Further, the developing mine entries were turned to accomo-
date these problems, and ongoing experiments were conducted
with different types of roof bolts. In addition, timbering
and trusses were used as additional roof support where
required, and after the citation was issued, an alternate
roof-control plan was implemented,

Mr, Ingold stated that the presence of "cutters" in the
roof strata is not of itself an indication of a bad roof or
an imminent fall. However, once such conditions are encoun-
tered, one has to observe for additional signs of roof fail-
ure or weakening, and if any appear, additional steps may
have to be taken (Tr 79-85).

On cross-examination, Mr. Ingold stated that a roof sag,
coupled with a cutter with water dripping out of it, is indi-
cative of "additional roof breaking some place" and that "the
ground control methods are not adequate" (Tr. 85).  Had the
sagging existed along a travelway, as described by Inspector
Morrison, Mr. Ingold believed that it would warrant additional'
watching of the area, but he would not take any additional
measures that had already been done (Tr. 86).  However, should
the conditions worsen, then he agreed that something had to be
done in the inby areas, in this case, additional posts were
installed at the area where the inspector observed roof
sagging and water, in his view, the conditions described bywork advised him that the roof was sound
